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Message Text 


UNCLASSIFIED 

PAGE 01 BANGKO 32666 01I222Z 

44-R 

ACTION EA-09 

INFO OCT-01 ISO-OO ONY-OO /010W 

063867 

R 010930Z DEC 76 
FM AMEMBASSY BANGKOK 
TO SECSTATE WASHDC 6671 

UNCLAS BANGKOK 32666 

E.O. 11652: N/A 
TAGS: ASUP, TH 

SUB J : EXCESS ELECTRIC GENERATORS 

REF : A. BANGKOK 31764 

B. STATE 284112 

C. BANGKOK 30651 

FOR SCARRITT FROM FUJIOKA 

1 . GSO DOOLITTLE RECOMMENDS FOLLOWING ACTION BE TAKEN ON SUBJECT 
GENERATORS: 

LINE ITEMS 517-1 THRU 517-5 BE TURNED OVER TO LOCAL GM DEALER FOR 
ESTIMATION OF REPAIR COSTS. DOOLITTLE AND DEALER SEE GOOD POSSIBILITY 
OF THREE GOOD WORKING MACHINES BEING OBTAINED FOR FUTURE USE 
BY CANNIBILIZING THE WORST TWO OF THE LOT FOR COMPATIBLE SPARE 
PARTS. SOME ADDITIONAL NEW PARTS MAY BE REQUIRED, BUT COST SHOULD 
NOT BE EXCESSIVE, CONSIDERING ORIGINAL PURCHASE COST OF MACHINES. 

LINE ITEM 518: ESTIMATED COST OF ENGINE REPAIR ONLY:$8, 000.00. 

GENERATOR CAN NOT BE TESTED UNTIL MACHINE IS RUNNING. HOWEVER THIS 
COST IS NOT CONSIDERED EXCESSIVE, AS MACHINE IS NOT THAT OLD. 

LINE ITEM 519: ESTIMATED COST OF ENGINE REPAIR ONLY:$2, 500.00. 

GENERATOR CAN NOT BE TESTED UNTIL MACHINE IS RUNNING. THIS 
TRAILER-MOUNTED MACHINE IS SELF-CONTAINED AND COULD BE UTILIZED 
WITH ADDITION OF LOAD CABLES ONLY. 

2. LOCAL GM REP AGREES TO INSTRUMENT-CHECK GENERATORS PRIOR TO 
COMMENCING ENGINE OVERHAULS. SHOULD GENERATORS PROVE TO BE 
UNCLASSIFIED 

UNCLASSIFIED 
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FAULTY OR UNSERVICEABLE, ENGINE OVERHAULS WOULD NOT BE PERFORMED. 
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3. LINE ITEM 520: NO LOCAL REPRESENTATIVE AVAILABLE TO PROVIDE 
REPAIR COST ESTIMATE. MACHINE APPEARS TO BE SERVICEABLE WITH 
SOME MINOR TUNE-UP WORK. 

4. LINE ITEMS 522-1 AND 522-2: ALTHOUGH NOT FAMILIAR WITH CUMMINS 
ENGINES, LOCAL GM DEALER AGREES WITH GSO DOOLITTLE THAT AGE OF 
THESE MACHINES WOULD MAKE REPAIRS COSTLY DUE TO COMMENTS IN REF C. 

5. LINE ITEM 521: POST DESIRES TO RETAIN THIS MACHINE FOR USE 

AS STAND-BY UNIT AT PEURIFOY APARTMENTS. ALTHOUGH MACHINE HAS 

NOT BEEN RUN RECENTLY, MINIMUM HOURS SHOWN ON ELAPSED- 

TIME METER INDICATE RECENT OVERHAUL AND COSTS REQUIRED TO PUT MACHINE 

INTO OPERATING CONDITION WOULD BE NEGLIGIBLE WHEN COMPARED TO 

ORIGINAL ACQUISITION COST. 

WHITEHOUSE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: Z 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 DEC 1976 

Decaption Date: 28 MAY 2004 

Decaption Note: 25 YEAR REVIEW 

Disposition Action: n/a 

Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BANGK032666 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760445-0534 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9761 280/aaaacrjc. tel 

Line Count: 77 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: ONLY 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: ONLY 

Reference: 76 BANGKOK 31764, 76 STATE 284112, 76 BANGKOK 30651 

Review Action: RELEASED, APPROVED 

Review Authority: BoyleJA 

Review Comment: n/a 

Review Content Flags: 

Review Date: 25 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 MAY 2004 by hattaycs>; APPROVED <25 MAY 2004 by BoyleJA> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EXCESS ELECTRIC GENERATORS 
TAGS: ASUP, TH 
To: STATE 
Type: TE 
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